From: 

Sent: 

To: 

Subject: 


System Administrator 

Thursday, January 14, 2010 1:00 AM 

Corbett, Kate (DPH) 

Your mailbox is over its size limit 


Importance: 


High 


Your mailbox has exceeded one or more size limits set by your administrator. 

Your mailbox size is 51233 KB. 

Mailbox size limits: 

You will receive a warning when your mailbox reaches 40000 KB. 

You cannot send mail when your mailbox reaches 51000 KB.You may not be able to send or receive new mail 
until you reduce your mailbox size. 

To make more space available, delete any items that you are no longer using or move them to your personal folder file 
(pst). 

Items in all of your mailbox folders including the Deleted Items and Sent Items folders count against your size limit. 

You must empty the Deleted Items folder after deleting items or the space will not be freed. 

See client Help for more information. 
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